98       DOCKETED ITEMS

9109110056 NRC info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Swrtchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post B70411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109190237 Responds to NRC 910816 Itr re violations noted in Insp Rept 50-341/91-
15.Corrective actionsrmemp issued to all site personnel re operating authority notifica-
tion prior to opening energized cabinet

ORSER.W.S. Detroit Edison Co. 91/09/16. Document Control Branch (Document
Control Desk). 9pp. 59165:253-59165:261.

R. Periodic operating reports & related correspondence

9109040068 Forwards semiannual fitness-for-duty rept for Jan-June 1991. One rept,per
10CFR26.73,retracted during reporting period.

ORSER.W.S. Detroit Edison Co. 91/08/29. Document Control Branch (Document
Control Desk). 5pp. 58998:243-58998:247.

9109050094 Forwards "Fermi 2 Nuclear Power Plant Semiannual Radioactive Effluent
Release RepWan-June 1991." No instances of unmonitored or unplanned radioactive
releases from site noted during reporting period.

ORSER.W.S. Detroit Edison Co. 91/08/30. Document Control Branch (Document
Control Desk). 1p. 59031:037-59031:061.

-9109050097 "Fermi 2 Nuclear Power Plant Semiannual Radioactive Effluent Release
Rept Jan-June 1991."
* Detroit Edison Co. 91/06/30.23pp. 59031:038-59031:061.

9109190133 Monthly operating rept for Aug 1991 for Fermi 2.W/910916 Itr.
STONE.BJ.,   DAWSON.E.,   ORSER.W.S.   Detroit   Edison   Co.   91/08/31.   4pp.
59164:159-59164:162.

S. Reportable occurrences, LERs & related correspondence

9109130231 LER 91-008-01 :on 910424.ESF actuation occurred during performance of
reactor pressure vessel level transmitter calibr.Caused by trip output logic switch in
wrong position.Procedures reviewed & revised.W/910906 Itr.
SIEMASZ.B., ORSER.W.S. Detroit Edison Co. 91/09/06. 6pp. 59116:130-59116:135.

9109180138 LER 91-017-00:on 910813,valve discovered closed when Group 9 primary
containment isolation logic for valve inadvertently energized.Caused by personnel
error.Required reading given to I&C personnel.W/910912 Itr.

PENDERGAST.J..  ORSER.W.S.   Detroit  Edison  Co.  91/09/12.  5pp.  59157:221-
59157:225.

V. Operator Examinations

9109060020 Advises that requalification program evaluation scheduled for wk of
911202.Ref matl requirements encl.

WRIGHT.G.C. Region 3 (Post 820201). 91/08/22. ORSER.W.S. Detroit Edison Co.
10pp. 58984:026-58984:035.

9109040208 Forwards exam rept 50-341/OL-91-01 on 910805-09.Program rating satis-
factory.

MILLER.HJ. Region 3 (Post 820201). 91/08/30. ORSER.W.S. Detroit Edison Co. 2pp.
58936:239-58936:253.

-9109040221 Exam rept 50-341 /OL-91 -01 on 910805-09.Exam results:all operators
passed written & JPM portions of exam.

DOORNBOS.R.L. PETERSON.H., JORDAN.MJ. Region 3 (Post 820201). 91/08/27.
13pp. 58936:241-58936:253.

9109270004 Confirms plans for 911004 mgt meeting w/util in Glen Ellyn.lL to discuss
current status of & plans for licensed operator requalification program & use of EOPs.
GREENMAN.E.G. Region 3 (Post 820201). 91/09/23. ORSER.W.S. Detroit Edison Co.
2pp. 59216:015-59216:016.
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F. Security, medical, emergency & tire protection plans

9109040490 Ack receipt of 910722 response to NRC 910621 request for addl info re
actions to address outstanding FEMA deficiencies.

SCARANO.R.A. Region 5 (Post 820201). 91/08/16. CROSS.J.E. Portland General
Electric Co. 2pp. 59006:354-59006:361.

9109040013 Discusses newly published NRC rule which affects manner in which data
transferred from nuclear power plants to NRC operations ctr during accidents classi-
fied as ALERT or higher.Emergency response data sys meeting scheduled.
MARTIN.J.B. NRC - No Detailed Affiliation Given. 91/08/26. CROSS.J.E. Portland
General Electric Co. 3pp. 58935:031-58935:033.

9109170148 Changes to Rev 4 to EP-500,consisting of corrected Table 500-23,
"Stretcher Inventory List."

*  Portland General Electric Co. 91/08/28. 5pp. 59126:354-59126:357.

9109050216 Amend 15 errata of Vol I.Book 2 of PGE-1008, "Radiological Emergency
Response Plan & Procedures Manual."
GRIDLEY.R.L. Portland General Electric Co. 91/08/30. 4pp. 59018:349-59018:353.

9109260066 Revised EPIPs.including Rev 1 to EPP/IP 1.2, "Communications & Dis-
semination of Info," Rev 1 to EPP/IP 2.2. "Onsite Monitoring for Airborne Effluents" &
Rev 1 to EPP/IP 3.4. "Emergency Respiratory Protection." W/910903 Itr.
SPOERRY.D.E. Duquesne Light Co. 91/09/03. 126pp. 59218:001-59218:126.

9109230169 Revised EPIPs.including Rev 6 to EP 001 .consisting of Temporary Change
Notice T91-532 & Rev 0 to Radiological Emergency Response Plan Implementing
Procedure EP-503, "Emergency Response...." W/two oversize drawings.

* Portland General Electric Co. 91/09/12. 32pp. 59234:001-59234:027.

9109200230 Responds to 910826 Itr to EL Jordan requesting participation in ERDS
program.Forwards generic MOU for review.Meeting will be scheduled at NRC oper-
ations ctr to discuss issues prior to implementation of ERDS in State of OR.
SPESSARD.R.L Office for Analysis & Evaluation of Operational Data, Director. 91 /
09/16. STEWART-SMITH Oregon. State of. 6pp. 59171:154-59171:159.

9109260034 Revised EPIPs.including rev 8 to EP-103, "Emergency Operations Facility,"
Rev 3 to EP-202, "Radiological Monitoring" & Rev 0 to EP-204, "Deposition Exposure
Assessment"

*  Portland General Electric Co. 91/09/16. 110pp. 59203:283-59204:088.

9109260063 Provides updated response to violations noted in Insp Rept 50-344/91-
' 11.Util ack violation of TS 3.3.3.4.Review of meteorological tower data revealed posi-
tion could not be supported.No corrective actions necessary.
CROSS.J.E. Portland General Electric Co. 91/09/19. Document Control Branch (Doc-
ument Control Desk). 1p. 59219:002-59219:002.

9109300122 Forwards response to NRC 910816 request for addl info on actions taken
prior to restart to satisfy or enhance present methods re App R requirements.lnfo ad-
dresses effectiveness of addl operator in responding to fire-induced operation.
CROSS.J.E., WALT.T.D. Portland General Electric Co. 91/09/23. Document Control
Branch (Document Control Desk). 64pp. 59244:104-59244:168.

I. Financial information

9109170025 Forwards "Portland General Corp Annual Rept 1990," "Eugene Water &
Electric Board 1990 Annual Rept" & "PacifiCorp Annual Rept, 1990."
CROSS.J.E. Portland General Electric Co. 91/09/09. Document Control Branch (Doc-
ument Control Desk). 1p. 59133:084-59133:236.

-9109170029 "Portland General Corp Annual Rept 1990."
HARRISON.K.L Portland General Electric Co. 90/12/31. 44pp. 59133:086-59133:131.

-9109170031 "Eugene Water & Electric Board 1990 Annual Rept."
HENDRICKSON.S. Eugene Water & Electric Board. 90/12/31. 40pp. 59133:132-
59133:172.

-9109170033 "PacifiCorp Annual Rept 1990."

GLEASON.A.M.   PacifiCorp   (formerly  Pacific   Power &   Light).   90/12/31.   63pp.
59133:173-59133:236.

K. Utility Final Safety Analysis Report (FSAR) & amends

9109100153 Amend 17 to FSAR for Trojan Nuclear Plant.W/910829 Itr.
CROSS.J.E. Portland General Electric Co. 91/08/29. 250pp. 59057:312-59059:238.

9109100357 Errata to Amend 17 to FSAR.reflecting change to Chapter 1, Figure 1.2-2 &
Chapter 9,Figure 9.3

* Portland General Electric Co. 91/09/05. 6pp. 59061:327-59061:332.

P. Operating license stage documents & correspondence

9109050061 Summary of 910612 meeting w/util in Walnut Creek.CA re recent geosci-
ence studies concerning facility. List of meeting attendees & viewgraphs encl.
BEVAN.R.B. Project Directorate V. 91/08/27. Project Directorate V. 27pp. 59009:219-
59009:245.

9109060008 Forwards "Trojan Nuclear Plant Core Operating Limits Rept, Trojan Cycle
14,JuM991."

CROSS.J.E., WALT.T.D. Portland General Electric Co. 91/08/29. Document Control
Branch (Document Control Desk). 4pp. 59031:137-59032:038.

-9109060010 "Trojan Nuclear Plant Core Operating Limits Reptjrojan Cycle 14,Jul

*  Portland General Electric Co. 91/08/29. 257pp. 59031:141-59032:038.

9109200325 Forwards SE & TER re topical rept BAW-10178P, "Mark-BW Thermal-Hy-
draulic Applications for Trojan Nuclear Plant." Rept acceptable for ref in licensing ap-
plication.

BEVAN.R.B. Project Directorate V. 91/09/13. CROSS.J.E. Portland General Electric
Co. 3pp. 59157:309-59157:329.

-9109200328 Safety evaluation re topical rept BAW-10178, "Mark-BW Thermal-Hydrau-
lic Applications." Rept acceptable for ref in licensing application.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 18pp.
59157:312-59157:329.

9109300032 Forwards SE re topical rept BAW-10176, "Mark-BW Reload Safety Analysis
for Trojan." Rept acceptable for ref in licensing application.

BEVAN.R. Project Directorate V. 91/09/13. CROSS.J.E. Portland General Electric Co.
3pp. 59256:295-59256:329.

-9109300043 Safety evaluation re topical rept BAW-10176, "Mark-BW Reload Safety
Analysis for Trojan." Rept acceptable for ref in licensing application.
ORR.F. Office of Nuclear Reactor Regulation. Director (Post 870411). 91/09/13.
32pp. 59256:298-59256:329.

9109260075 Forwards application for amend to License  NPF-1,consisting of LCA
217,revising TS to allow outside air dampers for CR to be opened periodically when
chlorine detectors are inoperable.provided compensatory measures are taken.
CROSS.J.E. Portland General Electric Co. 91/09/19. Document Control Branch (Doc-
ument Control Desk). 1p. 59217:196-59217:205.

-9109260078 Application for amend to License NPF-1 .consisting of LCA 217,revising
TS to allow outside air dampers of CR to be opened periodically when chlorine detec-
tors are inoperable, provided appropriate compensatory measures are taken.
WALT.T.D. Portland General Electric Co. 91/09/19. 5pp. 59217:197-59217:201.

-9109260081 Proposed Tech Specs allowing outside air dampers for CR to be opened
periodically when chlorine detectors are inoperable.provided appropriate compensato-
ry measures are taken.

*  Portland General Electric Co. 91/09/19. 4pp. 59217:202-59217:205.0. ORSER.W.S. Detroit Edison Co.
